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REQUEST A MEETING BE SCHEDULED BETWEEN 


AND 25X1 A 


TO FINALIZE SPARES AND TEST EQUIPMENT REQUIREMENTS IN 
SUPPORT OF SYSTEM 112o THIS MEETING SHOULD BE SCHEDULED AT 
LEAST 30 DAYS IN ADVANCE OF ANY DELIVERY OF SPARES OR TEST 
EQUIPMENT. THIS TIME IS NECESSARY FOR DEPOT TO ESTABLISH 
DEPOT STOCK RECORDS AND PREPARATION OF FIELD AUTHORIZATION 
DOCUMENTS. 
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